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sionally observed at and near Fort William, and the
much stronger shocks felt in the neighbourhood of
Inverness.

During the nineteenth century there were three
strong earthquake shocks in this district. The first
and most severe occurred on August 13th, 1816, and
was felt over the greater part of Scotland; the second
on February 2nd, 1888; and the third and weakest
on November isth, 1890. This last shock was
followed by several slighter ones, the series ending
with a rather smart shock on December I4th.
Between this date and the summer of 1901 no earth-
quakes seem to have been felt at or anywhere near
Inverness.

PREPARATORY SHOCKS.

The date of the first shock of 1901 is not quite
certain. One is said to have been felt at Aldourie
(see Fig. 66) some time in June, and a second at
Dochgarroch in July. These may have been suc-
ceeded by others too slight to attract much notice,
but the first to be generally observed occurred on
September i6th at 6.4 P.M. A weak tremor, ac-
companied by a faint sound, was perceived over a
nearly circular area about 12 miles in diameter, and
with its centre about i|- miles south of Dochgarroch.
On the next day, at II P.M., a quivering lasting two
seconds was felt at Inverness, and a weak tremor,
accompanied by sound, at Dochgarroch at 1.15 A.M.
on September iSth. Nine minutes later, at 1.24
A.M., occurred the principal earthquake, the shock of
which would be called a strong one, even in Italy and
Japan.